EMORY L BROWN, JR. 
ROUTE 4. BOX 82 
SQUANKUM ROAD 

FARMINGDALE. NEW JERSEY 07727 


November 21, 1970 


Mr, Harold Welsberg 
Route 8 

Frederick, Maryland 21701 
Dear Hal: 

Subject: Bullet Found In Dealey Plaza, 
Dallas, Texas 


STATEMENT 

On Sunday, October 4, 1970 I was in Dealey Plaza 
taking photographs of the area where President Kennedy 
had been assasinated. Near the base of a tree in the 
planter nearest the Kennedy Memorial Marker I found a 
spent rifle bullet which was lying on the earth and 
exposed to anyone who might have happened to glance at 
that area. This occured early Sunday morning at a time 
when only half a dozen or so people were M sightseeing M 
in the area and I assumed that had the bullet been 
there prior to the date in question, one of the many 
persons who visit the plaza would surely have found it. 
The bullet was a full metal jacketed military type 
which had been fired from a barrel having a four groove 
twist to the right. By later comparing this particular 
bullet with others I have at home and with data published 
in various manuals I identified it as a 30 cal. type 
which is of the type loaded in the 30/06 military round. 


I assume this bullet to be a 11 plant 11 based upon 
the following information. First, this bullet weighs 
149.8 grains and the standard weight is 152.0 grains, 
a loss of only 2.2 grains. The bullet is not deformed 
except for a small nick at the nose which rules out 
any Impact with a solid object. The velocity of the 
round which this particular type of projectile is loaded 
into, would have carried it far beyond the point where 
it was discovered. The point of origin for such a shot 
would have been in the area west of the TSBD building 
in which case, had such a bullet cleared the wall to the 
west of the Kennedy marker, the angle would have been the 
sharp for it to have dropped into the planter. 


Very truly yours, 


